THIS report is requlreo by law (7 USC 2143), Failure to report aceortinB to Bte regulatians can 
result in an order la cease and desist anil to be subject to penalties as provided far in Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Sflfi attached forin for 


additional information. 


1. CERTIFICATE NUMBER; 33-R-0133 
CUSTOMER NUMBER; 28378 


Preference Technology Inc 
2275 East 1400 North Road 
Watseka, IL 60970 

Telephone: (815) -671-4035 


Interagency Report Control No.; 


FOFIM APPROVED 
0MB NO, 0579-0036 


REPORTING FACILITY | List all locations where 3nlrt»ls were housed or used In actual researeh, testing, or esperlntentation, or hel'^^nilS; purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A ) 



Ariimels Covered 
By The AnImaJ 
Welfare Regulallona 


B* Number of animal 
being bred, 
conditlcmed, or 
held Toj' use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used fix such 
purposes. 


C. Number of 
enirrals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accontpanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizJng drugs were 


E. Number of animals upon which teaching, experiments, 
research, ^rgery or tests were conducted involving 
accompanying pain or distress to the animaJs and for wh 
the use of appropriate anesthetic, analgesic, or tranquilis 
drugs would have adversely affected the procedures, res 
or interpretation of the teadiing, research, experiments, 
surgery, or tests. ( An e)g)ianation of the procedures 
producing pain or distress In these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



2) Each principal investigator has considered alternatives to painful pracedures, 

brief expianation of the exceptions, as well as the species and nurrtier of animals af^Lj. ^ anniial report In addition to identifying the lACUC-awjroved exertions, this summary int 

4) The attending veterinarian for this researc h fadllty has appretxfate authority to ensure the preplan of adequate veterinaty care and to oversee the adequacy of other aspects of aninal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legaly Responsible Institutlonai Official ) 











